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1. DIRECTOR GENERAL FOR IO AFFAIRS IORGE PALACIOS TREVINO 
INFORMED EMBOFF THAT MEXICAN DELEGATION TO FORTHCOMING 
MEETING OF OAS IN SAN JOSE AS FOLLOWS: FOREIGN SECRETARY 
EMILIO RABASA; AMBASSADOR RAFAEL DE LA COLINA; AMBASSADOR 
ISMAEL MORENO PINO; DIRECTOR-IN-CHINEF FOR IO AFFAIRS SERGIO 
GONZALEZ GALVEZ; AND MARCELO VARGAS (COUNSELOR TO MEXICO'S 
OAS MISSION). 

2. RABASA HAD PREVIOUSLY INDICATED THAT HE WOULD 
PROBABLY NOT ATTEND THE SAN JOSE MEETING. REASONS FOR 
HIS DECISION TO ATTEND ARE NOT KNOWN. 

3. RABASA, WHO SPLIT OFF FROM PRESIDENT ECHEVERRI’S 
PARTY IN DAKAR TO TRAVEL TO BRUSSELS IN ORDER TO SIGN 
AN AGREEMENT BETWEEN MEXICO AND THE EEC, IS ALSO 
SCHEDULED TO TRAVEL TO MOSCOW TO SIGN AN AGREEMENT 
WITH COMECON ACCORDING TO PRESS REPORTS. IN ADDITION, 

HE MAY REJOIN THE PRESIDENT LATER DURING ECHEVERRIA'S 
TOUR OF 13 NATIONS IN AFRICA, SOUTH ASIA, AND THE 
CARIBBEAN. 
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